56       DOCKETED ITEMS

DOCKET 50-269 OCONEE NUCLEAR STATION, UNIT 1

F. Security, medical, emergency & fire protection plans

9005040061 Rev 35 to "Crisis Mgt Plan for Nuclear Stations." W/900430 Itr.
TUCKER.H.B. Duke Power Co. 90/04/30. 13pp. 53736:304-53736:316.

9005170096 Forwards public version of Rev 90-04 to Vol C to EPIP manual.
TUCKER.H.B. Duke Power Co. 90/04/30. Document Control Branch (Document Con-
trol Desk). 3pp. 53858:012-53858:060.

-9005170098 Public version of Rev 90-04 to Vol C to EPIP manual.
BARRON.H.B. Duke Power Co. 90/04/30. 47pp. 53858:015-53858:060.

9005090046 Responds to NRC 900402 Itr re violations noted in Insp Repts 50-269/90-
06,50-270/90-06 & 50-287/90-06.Corrective actions: security terminated badges of
two Wometco employees & need to follow security requirements reinforced w/con-
tractors.

TUCKER.H.B. Duke Power Co. 90/05/02. Document Control Branch (Document Con-
trol Desk). 3pp. 53809:314-53809:316.

9005150142 Rev 3 to EDA-3, "Emergency Dose Assessment Manual." W/ 900510 Itr.
TUCKER.H.B. Duke Power Co. 90/05/09. 33pp. 53821:304-53821:336.

9005290021 Forwards summary of mgt meeting on 900403 re security issues & status
of corrective measures on fitness-for-duty & access authorization programs.List of at-
tendees & handouts encl.

STOHR.J.P. Region 2, Ofc of the Director. 90/05/09. TUCKER.H.B. Duke Power Co.
54pp. 53954:098-53954:151.

9005220224 Discusses status of safety & performance improvement program portion of
B&W Owners Group EOP review project.

O'CONNOR.W.T. Babcock & Wilcox Operating Plants Owners Group. 90/05/16.
CRUTCHFIELD.D. Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp.
53918:123-53918:124.

P. Operating license stage documents & correspondence

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipmentSvc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York. Inc. 128pp. 53601:001-53601:130.

9004240415 Advises that anticipated walkdown of plant,per resolution of USI A-46 will
be deferred beyond 881007 schedule & reserves right to revise implementation
schedule at plant to integrate potential future requirements into single program.
TUCKER.H.B. Duke Power Co. 90/04/10. Document Control Branch (Document Con-
trot Desk). 2pp. 53596:063-53596:064.

9004240422 Forwards Rev 5 to "Duke Power Nuclear Production Dept Corporate Proc-
ess Control Manual."

TUCKER.H.B. Duke Power Co. 90/04/17. Document Control Branch (Document Con-
trol Desk). 2pp. 53626:217-53626:264.

-9004240425 Rev 5,to "Duke Power Co Nuclear Production Dept Corporate Process
Control Manual."
* Duke Power Co. 90/04/17. 46pp. 53626:219-53626:264.

9005010319 Advises that updated inservice testing program & response to Generic Ltr
89-04 will be submitted in Nov 1990.

TUCKER.H.B. Duke Power Co. 90/04/18. Document Control Branch (Document Con-
trol Desk). 1p. 53666:307-53666:307.

9005020129 Advises that 900323 Amend 13 to QA program meets 10CFR50.54(a) &
acceptable.

GIBSONAF. Region 2, Ofc of the Director. 90/04/18. TUCKER.H.B. Duke Power Co.
2pp. 53670:341-53670:342,

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9005030114 Forwards environ assessment & finding of no significant impact re 880122
application for amend re LOCA-limited max allowable linear heat rate.
WIENS.LA. Project Directorate II-3. 90/04/25. TUCKER.H.B. Duke Power Co. 2pp.
53700:286-53700:291.

-9005030118 Environ assessment & finding of no significant impact re 880122 applica-
tion for amend to Tech Specs to increase linear heat rate at 2-ft core elevation
level.EIS unwarranted.
HOOD.D.S. Project Directorate II-3. 90/04/25. 4pp. 53700:288-53700:291.

9005040318 Forwards Amends 182,182 & 179 to Licenses DPR-38.DPR-47 & DPR-
55,respectively & safety evaluation.Amends revise Tech Specs to include add! or
more stringent operability requirements for various auxiliary electrical sys.
WIENS.LA. Project Directorate II-3. 90/04/25. TUCKER.H.B. Duke

53736:211-53736:247.

Duke Power Co. 3pp.

-9005040323  Amends  182,182  &  179  to  Licenses  DPR-38.DPR-47  &  DPR-55,
respectively.revising Tech Specs to include addl or more stringent operability require-
ments for various auxiliary electrical sys.
MATTHEWS.D.B. Project Directorate II-3. 90/04/25. 24pp. 53736:214-53736:237.

-9005040334 Safety evaluation supporting Amends 182,182 & 179 to Licenses DPR-
38.DPR-47 & DPR-55,respectively.

* Office of Nuclear Reactor Regulation, Director (Post 870411). 90/04/25. 10pp.
53736:238-53736:247.

9005140011 Forwards corrected Amends 182,182 & 179 to Licenses DPR-38, DPR-47
& DPR-55,respectively & safety evaluation.Amends revise Tech Specs to include more
stringent operability requirements for auxiliary electrical sys.

WIENS.LA. Project Directorate II-3. 90/04/25. TUCKER.H.B. Duke Power Co. 3pp.
53829:140-53829:176.

-9005140012 Corrected Amends 182,182 & 179 to Licenses DPR-38.DPR-47 & DPR-
55, respectively.revising Tech Specs to include addl or more stringent operability re-
quirements for various auxiliary electrical sys.
MATTHEWS.D.B. Project Directorate II-3. 90/04/25. 24pp. 53829:143-53829:166.

-9005140014 Safety evaluation supporting corrected Amends 182,182 & 179 to Li-
censes DPR-38.DPR-47 & DPR-55,respectively.

*  Office of Nuclear Reactor Regulation, Director (Post 870411). 90/04/25. 10pp.
53829:167-53829:176.

9005140134 Forwards Amends 183,183 & 180 to Licenses DPR-38.DPR-47 & DPR-
55,respectively & safety evaluation.Amends revise Tech Spec 3.4.4 to raise min upper
surge tank level from 5 ft to 6 ft & include allowance for instrument error.
WIENS.LA. Project Directorate II-3. 90/04/25. TUCKER.H.B. Duke Power Co. 3pp.
53815:317-53815:332.

-9005140137  Amends   183,183   &   180   to   Licenses   DPR-38.DPR-47   &   DPR-55,
respectively.revising Tech Spec 3.4.4 to raise min upper surge tank level from 5 ft to 6
ft & to include allowance for instrument error.
MATTHEWS.D.B. Project Directorate II-3. 90/04/25. 10pp. 53815:320-53815:329.

-9005140140 Safety evaluation supporting Amends 183,183 & 180 to Licenses DPR-
38, DPR-47 & DPR-S5,respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 90/04/25. 3pp.
53815:330-53815:332.

9005040111   Submits   proposed   rev  to  880531   application   for   amend  to  Tech
Specs.establishing limit of 0.35 gpm of primary-to-secondary leakage through tubes of
any one steam generator & revising bases for Spec 3.1.6,per discussion w/NRC.
TUCKER.H.B. Duke Power Co. 90/04/26. Document Control Branch (Document Con-
trol Desk). 2pp. 53737:312-53737:319.

-9005040115 Proposed Tech Specs, revising Pages 3.1-14 & 3.1-16 re primary-to-sec-
ondary leakage rate limit for plant.

*  Duke Power Co. 90/04/26. 6pp. 53737:314-53737:319.

9005080021 Forwards proprietary DPC-NE-2000P-A & nonproprietary DPC-NE-2000-A,
"DCHF-1 Correlation for Predicting Heat Flux in Mixing Vane Grid Fuel Assemblies."
Proprietary rept withheld.

TUCKER.H.B. Duke Power Co. 90/05/02. Document Control Branch (Document Con-
trol Desk). 3pp. 53778:301-53779:204.

-9005080023 Nonproprietary "DCHF-1 Correlation for Predicting Critical Heat Flux in
Mixing Vane Grid Fuel Assemblies."

MITRY.A.M,   Duke   Power   Co.   DPC-NE-2000-A.   89/08/31.   260pp.   53778:305-
53779:204.

9005090267 Advises that util 890818 response to Generic Ltr 89-06 on implementation
of SPDS meets all requirements for SPDS specified in NUREG-0737,Suppl 1,provided
that commitments for implementation are completed on schedule.
WIENS.LA. Project Directorate II-3. 90/05/02. TUCKER.H.B. Duke Power Co. 3pp.
53787:059-53787:061.

9005070338 Advises that util 900321 response to open items identified in NRC 850610
SSER 1 of plant DCRDR program.acceptable.

WIENS.L.A. Project Directorate II-3. 90/05/04. TUCKER.H.B. Duke Power Co. 3pp.
53742:336-53742:338.

9005100248 Suppls util 900207 proposed Tech Spec amend relocating radiological ef-
fluent Tech Specs.per Generic Ltr 89-01.

TUCKER.H.B. Duke Power Co. 90/05/07. Document Control Branch (Document Con-
trol Desk). 2pp. 53811:094-53811:110.

-9005100249 Proposed Tech Specs, re locating radiological effluent specs.

*  Duke Power Co. 90/05/07. 15pp. 53811:096-53811:110.

9005110280 Forwards description of mod re switchyard degraded voltage issue.per
900426 conference call.Simplified one line drawings to aid in understanding of mod
also encl.

TUCKER.H.B. Duke Power Co. 90/05/08. Document Control Branch (Document Con-
trol Desk). 6pp. 53812:203-53812:208.

9005150292 Forwards addl info re 881108 application for renewal of NPDES Permit
SC0004278,consisting of description of util wastewater treatment sys.
HALLER,W.A. Duke Power Co. 90/05/10. WEATHERUP.N. South Carolina, State of.
4pp. 53822:293-53822:296.

9005230134 Forwards Amends 184,184 & 181 to Licenses DPR-38.DPR-47 & DPR-
55,respectively,safety evaluation & notice of issuance. Amends increase max linear
heat rate at 2-ft core level for specified periods of fuel burnup.
WEINS.L.A. Project Directorate II-3. 90/05/10. TUCKER.H.B. Duke Power Co. 3pp.
53902:340-53902:355.

-9005230138  Amends   184,184   &   181   to   Licenses   DPR-38.DPR-47   &  DPR-55,
respectively,increasing max linear heat rate at 2-ft core level for specified periods of
fuel burnup.
MATTHEWS.D.B. Project Directorate II-3. 90/05/10. 9pp. 53902:343-53902:351.

-9005230139 Safety evaluation supporting Amends 184,184 & 181 to Licenses DPR-
38.DPR-47 & DPR-55,respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 90/05/10. 4pp.
53902:352-53902:355.

-9005230142 Notice of issuance of Amends 184,184 & 181 to Licenses DPR-38.DPR-
47 & DPR-55,respectively.Amends revise Tech Specs to allow increase in linear heat
rate at 2-ft core elevation level for plant.
WIENS.L.A. Project Directorate II-3. 90/05/10. 2pp. 53902:356-53902:357.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,ltem 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.mitted to be performed re IE Bulletin
